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ORIGIN AEC-11 

INFO OCT-01 EUR-25 ISO-OO SCI-06 SCA-01 SS-20 RSC-01 SSO-OO 
/065R 

DRAFTED BY AEC:MABRAHAMS:MT 
APPROVED BY SCI/SA:OHGANLEY 
SCI/SA:RLIIMATAINEN 
SCI/AE:JBLOOM 
EUR/SES :TWALSH 

005166 

O 172107Z JAN 74 

FM SECSTATE WASHDC 

TO AMEMBASSY MOSCOW IMMEDIATE 

UNCLAS STATE 010735 

FOR SCIATT 

E.O. 11652: N/A 
TAGS: TECH, OSCI, UR 

SUBJECT: ATOMIC ENERGY AGREEMENT HEAVY ION TREATMENT 
REF: STATE 87228 

1. AEC REQUESTED VISAS FOR HEAVY ION TREATMENT OF CANCER 
TEAM FOR JANUARY 19 TO FEBRUARY 2. WITHOUT EXPLANATION, 

VISAS ISSUED BY SOVEMB ON JANURY 16 COVERED PERIOD 
JANUARY 21 TO 29, 1;74. ASSISTANT SCIENCE ATTACHE SOVEMB 
WAS CONTACTED IMMEDIATELY AND APPRISED OF SITUATION. AEC 
REQUESTED THAT SOVIET EMBASSY OBTAIN APPROVAL FROM MOSCOW 
FOR ORIGINALLY REQUESTED DATES OR AT MINIMUM JANUARY 19 
ENTRY DATE WITH EXPECTATION THAT LENGTH OF STAY WOULD BE 
ADJUSTED AFTER ARRIVAL IN MOSCOW. SOVEMB OFFICERS AGREED 
TO DO SO ON URGENT BASIS. 

2. ANOTHER SOVIET EMB OFFICER CALLED EARLY A.M. JANUARY 17 
INQUIRING RE: ARRIVAL INFORMATION ON ABRAHAMS. WHEN 
QUERIED ON HITC TEAM INDICATED THAT CABLE HAD NOT BEEN SENT 
BY SOVEMB. SUGGESTED MIGHT BE QUICKER IF AEC CONTACTED 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 010735 

SCAE AND ALSO AGREED TO SEND MESSAGE TO GET SOME ACTION BY 
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JANUARY 18, PLANNED DEPARTURE DATE OF TEAM. ANY ASSISTANCE 
SCIATT CAN GIVE TO THIS MATTER GREATLY APPRECIATED. 

PLEASE INFORM OF SCAE RESPONSE. RUSH 
UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, NUCLEAR AGREEMENTS, COMMITTEE MEETINGS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 17 JAN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE010735 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MABRAHAMS:MT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 34/aaaabfxv. tel 

Line Count: 65 
Locator: TEXT ON-LINE 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 87228 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 OCT 2002 by WorrelSW>; APPROVED <20-Nov-2002 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ATOMIC ENERGY AGREEMENT HEAVY ION TREATMENT 
TAGS: TECH, OEXC, OTRA, UR, US 
To: MOSCOW 
Type: TE 
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